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CONFIDENTIAL 

PAGE 01 STATE 132809 

64 

ORIGIN OC-02 

INFO OCT-01 EA-01 ISO-OO /004 R 

66616 

DRAFTED BY A/OC/EUR:RRCRAIN 
APPROVED BY A/OC:WENAEHER 

- — 085183 

P 062Z JUN 75 

FM SECSTATE WASHDC 

TO AMEMBASSY MANILA PRIORITY 

CONFIDENTIAL STATE 132809 

FOLLOWING REPEAT CINCPAC 52112 ACTION JCS INFO SECSTATE 
VIENTIANE COMUSMACTHAI CORUSACC THAILAND CDR 6TH SIG CMD 
FT SHAFTER DATED 5 JUN 75 
QUOTE 

CONFIDENTIA L/J6/ SENDS 

ALTERNATE OPERATIONAL COMMUNICATIONS FOR US EMBASSY, VIENTIANE (U) 
A. USDAO VIENTIANE CONF MSG 041220Z JUN 75 

1. (C) PARA 1 REF MESSAGE PERTAINS. IN LIEU OF EQUIPMENT SUGGESTED, 
RECOMMEND EXPEDITING REINSTALLATION OF DTS SKY LINK TERMINAL AT 
AMERICAN EMBASSY VIENTIANE. IMPROVEMENTS VIA DTS INSTALLATION 
AXIOMATIC WHEN COMPARED TO REFERENCED EQUIPMENT. IN ADDITION, 
SECURE VOICE CAPABILITIES COULD BE PROVIDED WITH DTS. 

2. (U) IN THE INTERIM, ACTION UNDERWAY TO SUPPORT REFERENCE 
WITH LIKE OR BETTER EQUIPMENT. 

GDS-81 

7,179TE 

KISSINGER 
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Disposition Date: 28 MAY 2004 
Disposition Event: 
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Disposition Remarks: 

Document Number: 1975STATE1 32809 

Document Source: CORE 

Document Unique ID: 00 
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Enclosure: n/a 

Executive Order: GS 

Errors: n/a 

Film Number: D7501 99-01 17 
From: STATE 
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Image Path: 

ISecure: 1 
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Previous Classification: CONFIDENTIAL 
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